






























































































































































































































































































































































































































































































































































































































































. . Total Card / Total Parcel 
184.0 0006 0014.0 1of1 Residential 
ARLINGTON APPRAISED: 900,500/ 900,500 
Map Block Lot CARD USE VALUE: 900,500/ 900,500 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 900,500 / 900,500 
No Alt No Directior/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
199 WOLLASTON AVE, ARLINGTON 101 11800.000 353,200 5,500 541,800 900,500 123887 
OWNERSHIP Unit #: GIS Ref 
Owner 1: GLEASON ELAINE, KEFALAS DIANE, 
Owner 2: CENTOFANTE JOHN, & SULLIVAN GIS Ref 
Total Card 0.271 353,200 5,500 541,800 900,500 Entered Lot Size 
Owner 3: LINDAYTRUSTEES . 
Total Parcel 0.271 353,200 5,500 541,800 900,500 Total Land: air Pi o if 
eee Slats So Market Adj Cost Total Val SQ unit /Card: 367.49 /Parcel: 367.4 Insp Date 
Urce: e ue r unl B F ar 5 : . 3 A 
Street 2: PS Land Unit Type: Apeeie Properties Inc. 
TwCity: ARLINGTON PREVIOUS ASSESSMENT Parcel IID 184.0-0006-0014.0 114318! USER DEFINED 
Si/Prov: MA _Chtry Own Occ: N TaxYr Use Cat  BidgValue Yrditems LandSize Land Value Total Value Asses'd Value Notes Date Prior tie 1.) 123887 
Postal: 02476 Type: 2022 «101+ «=2+FV 353,200 5500 11,800. 541,800 —- 900,500 Year end 12/23/2021 PRINT Prior Id # 2: 
PREVIOUS OWNER 2021 101 FV 342,700 55900 11,800. 541,800 —890,000 Year End Roll 12/10/2020 Date | Time Prior Id #3: 
Owner 1: CENTOFANTE UNVBERTOG - 2020 101 FV 342,900 5500 ~—- 11,800. 541,800 890,200 890,200 Year End Poll 12/18/2019 nea Prior Id # 1: 
Owner 2: - 2019 101. FV 260,600 5800 —- 11,800. 541,800 808,200 808,200 Year End Roll 1/3/2019 me Prior Id # 2: 
Sjreet 1: 199 WOLLASTON AVE 2018 101 FV 260,600 700 11,800. 456,700 718,000 718,000 Year End Roll 12/20/2017 ae REV = Prior Id #3: 
TwrvCity:, ARLINGTON 2017 101 FV 260,600 700 11,800. 418,000 679,300 679,300 Year End Roll 1/3/2017 e ime | Prior Id#1: 
as ori) 2016 101. FV 260,600 700 ‘11,800. 356,000 617,300 617,300 Year End 1/4/2016 09/06/18 | 18:46:28 | Prior Id #2: 
_ ae 2015 101. FV. 245,800 700 11,800. 309,600 = 556,100 556,100 Year End Roll 12/11/2014 are Prior Id #3: 
ASR z 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 14318 Me 
This parcel contains 11,800 Sq. Ft. of land mainly classified as aon Legal Ref__Type__ Date led eeeueS Sh em Notes Fact Dist: 
One Farrily with a Old Style Building built about 1930, having a ee ee eee eee ihe Reval Dist: 
primarily Asbestos Exterior and 2450 Square Feet, with 1 Unit, ee lea ci ee Q Year: 
1 Bath, 0 3/4 Bath, 1 HalfBath, 7 Rooms, and 3 Bdrms. nae 
OTHER ASSESSMENTS saleatarcnasale 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
| Date Number Descripp Amount C/O Last Visit FedCode  F. Descrip Comment | Date Result By Name 
PROPERTY FACTORS | | 8/25/2018 MEAS8NOTICE HS Hanne S 
Item | Code | Description % | Item | Code | Description 10/16/2008 Missed Appt. 189 PATRIOT 
ZR SINGLE FA 100 ___water 10/16/2008 IVissed Appt. 189 PATRIOT 
O Sewer 3/2/2000 Inspected 270 PATRIOT 
n Flectri 1/4/2000 Mailer Sent 
Census Exmpt 1/3/2000 Measured 263. PATRIOT 
Flood Haz: 12/1/1981 GP 
D Topo §1 Level 
s Street 
: os Sign: a 
LAND SECTION (First 7 lines only) SSS 
Use h/ LT Base Unit Neigh | Neigh Appraised = Alt Spec 
Description No of Units oat ; Unit Type Land Type ; Adj Neigh - ie Infl 1 % ‘Infl2 % ‘Infl3 % . % Fact Use Value Notes 
Code PriceUnits Factor Value Price Influ Value Class Land 
101 One Family 11800 Sq. FA. Site fe) 70. 0.667 5A1,798 541,800 
Total AC/HA: |0.27089 Total SF/SM: 11800 Parcel LUC:/101 One Fanily Prime NB Desc: | ARLINGTON Total: 541,798 | Sol Credit Total:; 541,800 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - Arlington apro 2023 





































































































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMVENTS SKETCH 
Type:|15 - Od Style Full Bath | 1 Rating: Good OF=BMIT SINK. 
Sty Ht: 2A - 2 Sty +Attic A Bath: Rating: 
(Liv) Units: | 1 Total:|1 3/4 Bath: Rating: 
Foundation: 3  - BrickorStone A3@Bih Rating: 
Frame: 1 - Wood 1/2 Bath: | 1 Rating: | Good 
Prime Wall: |5  - Asbestos A HBth: Rating: 
Sec Wall: o% OthrFix: 1 Rating: Average RESIDENTIAL GRID 
Roof Struct:!1 - Gable OTHER FEATURES 1st Res Grid | Desc:|Line 1 # Units|1 
Roof Cover: 1 - Asphalt Shgl Kits:| 1 Rating: |Good Level FY LRDR DK FRRRBRFBEHBL O 
Color: GRAY A kits: Rating: Other 
View / Desir: Fpl: Rating: nie 
GENERAL INFORMATION oe: eee: me 
Bc avenge CONDO INFORMATION = 
Reese 1950 pom Totals | RVs: 7 BRs:3  Baths;1 = HB1 | 
Alt LUC: Alt % Hite els: 
Jurisdict: Fact: Beek REMODELING RES BREAKDOWN 
Const Mod: ion Exterior: NoUnit RVS BRS FL 
Lump Sum Aqj: AST Interior: 1 7 3 
INTERIOR INFORMATION CUNTION seo: 
Phys Cond:|GD_ - Good 18. % > Kitchen: 
Avg Hi/FL: STD meee 6 : 
Functional: Yo Baths: 
Prim Int Wall 2 - Plaster 7 : 
Economic: %o Plumbing: 
Sec Int Wall: % = ng: 
ition: Sear °) Electric: A 
Partition: T - Typical oe 4 Totals 
Override: Yo Heating: 
Prim Floors: 3 - Hardwood ; 2 ng: 1 7 3 
Let 18.6'%) General: SUB AREA 
Sec Floors: % : 
CALC SUMMARY Code Description Area-SQ  Rate-AV _ Undeor Value || Sub | % . ae 
: = : COMPARAB Descri en 
ee Basic $/ SQ: 135.00 LE SALES BMT Basement 816 81.320 66,356 Area Usbl i 
SEOOL Size Adj.: 1.33359373 | Mate Eavetp 2 See Be FFL ‘First Floor 816 —- 171.020 139,549, BMT | 100 RRM 90 A 
Bsmt Gar: Const Adj.: 0.94990498 SFL Second Floor 720 171.020 123,132|UAT | 100 FLA 100 A 
Hlectric:|3_ - Typical Adj $/ SQ: 171.016 UAT Upper Attic 180 119.710 21,548 
Insulation: ;2 - Typical Other Features: 77500 OFP Open Porch 168 25.000 4,200 
Int vs Ext: 'S es | 00 WDK Deck 126 13.240 1,668 
Feat Fuel! - Ol NBHD Inf: | 1.00000000 
Heat Type: 3 - Forced HW NBHD Mod: 
# Heat Sys: 1 co Mi vine fee Net Sketched Area: 2,826 Total: 356,453 
YeHeated: 100 %oAC: Adj Total: 433053 Juris, Factor: Before Depr: 171.02 eae 1596 aaa 3066 alias sae 
Solar HW. NO | Central Vac: | NO Depreciation: 80715 Special Features: |O Val/Su Net: 124.98 INAGE , . 
% Com Wall % Sprinkled: Depreciated Total: [353238 Final Total: 353200 Val/Su SzAd 229.95 AssessPro Patriot Properties, Inc 
MOBILE HOME Make: Model: Serial #: Year: Color: 
SPEC FEATURES/YARD ITEMS PARCEL ID 184.0-0006-0014.0 
Code Description A Y/S Qy Size/Dim Qual Con Year Unit Price D/S Dep LUC Fact NBFa Appr Value JCod JFact Juris. Value 
28. ~—- BBall Court DY 1 20X20 A AV 1930 275T 408 101 700 700 
3 Garage DY 1 18X20 A AV 1970 21.94T 39.2 101 4,800 4,800 
More:| N Total Yard Items: 5,500 Total Special Featues: Total: 5,500 


















































